PPE Items [Price / Minimum Quanty Approx Delivery Timeframe 


Masks KN95 (Disposable) $2.75 - 500,000 Qty max 6 weeks 


PS: There are 250,000 Qty of KN95 currently 
available in US, Price $3.25 


eusable Masks (2 replacable filters) |Reusables masks run $7.50 to $10 - 5,000 Qty 4 to 6 weeks 
Replacable filters $.25 to $.45 - 25,000 Qty 
ace Shields $2.00 to $3.00 - 100,000 Qty 
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Surgical Mask (3 ply) 0.26 - 500,000 Qty 
Gloves non-surgical hi-quality Nitrile |$.085 to $.10 depending on Qty. Minimum 6 to 8 weeks 
(Blue or White) order is 10M pcs in a 20ft container 

Surigical Goggles $2.85 - 100,000 Qty 
Infrared Non-touch Thermometers |$50 - 3000 Qty 
Handsanitizer w/ Pump 4oz $1.80 - 100,000 Qty 
Oo y y y y w $2.95 - 100,000 Qty 
O aoa $3.50 - 100,000 Qty —= = EE 
Po Calon $16.00 - 30,000 Qty 


Alcohol Pads $2.50 per box minimum (100 per box) 6 weeks 
Qty 50,000 boxes 
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